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(SUPPLEMENT.) 
Some real evidence as to working efficiency of ‘‘ Western Gas’’ P. & A. Tar Extractors. 
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The above tests were obtained by holding the card 3” from opened pet cock, for exposure of 15: 
seconds in each case—the P. & A. working under 1” differential pressure and at 105° F. 
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The above tests were obtained by holding the card 114” from opened pet cock for exposure of 20 
seconds in each test. The cuts here shown are correct reproductions of bonafide test cards. 
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PLAN _No. 2. RIGHT. 


Elevation of P. & A. with Straight-Way These Plans for Straight-Way Valves Only. 
Valves. 
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fl] The above plans are the ones ordinarily 
used and are numbered for convenience in 
ordering. Special arrangements shown on 
request. In ordering, please specify type 
of valve desired. 


Plan of P. & A. with Straight-Way Valves. 
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Plan of P. & A. with Angle Valves. 
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PLANS SHOWING STANDARD 
ARRANGEMENTS of ‘PiPE CONNECTION 


These Plans for Angle Valves Only. 


The above plans are the ones ordinarily 
used and are numbered for convenience in 
ordering. Special arrangements shown on 
request. In ordering, please specify type 
of valve desired. 
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CAPACITIES, DIMENSIONS, ETc., 
OF STANDARD | 


“WESTERN GAS” P. & A. TAR EXTRACTORS 


TRADE SIZE OF CAPACITY. — APLC EES piameter | crom pace 
NUMBER. CONNECTIONS. | (CU. FT. PER DIEM) eiaee on ae eae OF BASE. segs spain 
1 6” 100,000 
2 6” & 8” 200,000 9’ O” 183” 18} 
3 S” 4. 10" 350,000 10’ 3” 214” 224” 
4 1s 12 600,000 11’ O” 26” 254" 
5 eg 850,000 i2 2” 283” eo 14 
6 16” 1,250,000 14’ 0” 40’ 39” 
7 ie 1,500,000 | a ot 40’ Soh. aches 
8 20” 2,250,000 16’ 0” 48” 51a/ 
9 20% « 24" 3,000,000 16’ 0” 48” 51) 
10 ood 4,000,000 17’ 9” 48” 54” 
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~ “30” 5,000,000 ig 2a 56” 62” 


(WHEN NECESSARY, DIMENSIONS ee BE ALTERED TO MEET SPECIAL REQUIREMENTS.) 
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